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ABSTRACT and CONTENTS 

This document is a functional specification for the CHIO interface for the 
"phase I" system. The interface is capable of accepting up to 24 
110 baud teletypes and a small number of high-speed series synchronous 
lines. A separate document will give implementation details of the hardware. 
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